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188i- 

OFFICE    OF 

The  North  American  Iron  Works. 

40  &  42  WALTON  STREET, 
Brooklyn,   N.  Y. 

Gentlemen : 

In  presenting  you  our  Catalogue  of  Cemetery  Goods,  we  beg  to  call  especial  attention  to  our  new 
]iatterns  of  Gates  and  Railings,  wliicb  are  both  elegant  and  unique  in  design,  and  in  strict  keeping  as  to 
adaptation  for  Enclosures  in  Cemeteries. 

In  addition  to  tlie  goods  shown  in  this  book,  we  furnish  Cliain,  Pipes  and  Bars  cut  any  size  to 
order.  Prices  tliereof  are  given  in  the  lieresvith  enclosed  Price  List,  but  the  same  are  subject  to  the  changes 
in  the  market  rates.  However  the  same  may  be,  we  jiride  ourselves  that  we  are  able  to  furnish  tlieni  at 
lower  figures  than  tliey  can  be  supplied  by  any  one  else  in  the  trade. 

Soliciting  your  orders,  we  remain. 

Yours  respectfully, 
JoKDAN  L    .MoTT,  President. 

Jonathan  Moore,  Treas.  and  Sup't  of  Works.  THE    NORTH    AMERICAN    IRON    WORKS. 

Mas  Goebel.  Secretary. 
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VICTORIA. 

RAUC'H. 

Height  4  feet  8  inches  ;  to  top  of  Wings  6  feet  6  inches. 
Base  181  x  18*  inches. 
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VICTORIA. 


RAUCH. 


Height  3  feet  3  inches  ;  to  top  of  Wings  4  feet  1  inch. 
Base  12  x  12  inches. 
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VICTORIA,  STANDING,  WITH  WREATH. 

KAUCH. 
Height  3  feet  9  inches  ;    to  top  of  Wings  4  feet  8  iuohes, 
Base  12  x  12Jinches. 
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ANGEL. 


\MTTIti. 


Height   4    feet   3   inches 
Base  15  s  15  inches. 
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GENIUS  KNEELING. 


Height   2   feet. 


Base  13i  X  lOi  inches. 
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GIRL,    PRAYING. 

Height  3  feet  4  inches. 
Base  10  I  10  inches. 
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CHILD,   PRAYING. 

Height  1  foot  4  inches. 
Base  8  X  5f  inches. 
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Plate    No.  40. 
SINGLE    GATE. 

Heiglit  3  feet  0  iuclies. 
Opening  2  feet  9  iuclies. 
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Plate    No.   41. 
SINGLE    GATE. 

Heiglit  ;!  feet  6  iiiches. 
Opening  3  feet. 
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Plate    No.  42. 
SINGLE    GATE. 

Height  3  feet. 
Opening  )i  feet  9  indies. 
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Plate    No.  7, 
GRECIAN    SINGLE    GATE. 


Height  3  feet  5  inches. 


Opening  3  feet  9  inches. 
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Plate  No.  8. 
VICTORIAN    SINGLE   GATE. 

Height  3  feet  4  inches. 
Opening  3  feet  9  inches. 
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Plate   No.  3. 
MEDIEVAL  SINGLE    GATE, 

Height  3  feet  7  inclies. 
Opening  3  feet  3  inclies. 
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Plate    No.    1  . 
■RENAISSANCE  SINGLE    GATE, 

Heiglit   3    ferl   S   inclies. 
Opening'  2  feet  !)  inches. 
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Plate  No.  2. 
RENAISSANCE   DOUBLE  GATE. 

Height  4  feet  4  iiiclies. 
Opening  4   feet  4  inclies. 
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Plate  No.   16. 
NK'V/  PATTERN  GOTHIC  SINGLE  GATE. 

Height  3   feet  7  inches. 
Opening  2  feet  9  inches. 
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Plate'No.   17. 
NEW  PATTERN  GOTHIC  DOUBLE  GATE. 

Height  3  feet  9  inches. 
Opening  4  feet  1  inch. 
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Plate  No.   13. 
NEW  PATTERN  SCROLL,  SINGLE  GATE. 

Height  .vith  Drops  3  feet  6  Indies. 
Opeabg  3  feet  8  inches;  also,  8  feet  2  inches. 
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Plate  No.    14. 
NEW  PATTERN  SCROLL,   DOUBLE  GATE. 

Height  3  feet  4''inclies. 
Opening  4  feet. 
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Plate  No.    1  1. 
SNAKE    AND   CROSS  GATE. 

Height  3  feet  9  inches. 
Opening  3  feet. 
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Plate  No.    10. 
ANGEL  GATE. 

Height  3  feet  6  inolies. 
Opening  3  feet  2  inclies. 
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Plate  No.   18. 
OLD  PATTERN   SINGLE  GATE. 

Heiglit  3  feet  9  inclies. 
Opening  3  feet  8  inches. 
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Plate   No.   6. 
ROUND  AND  SQUARE  BAR  GATE. 

Height  2  feet  8  inches, 
Opeuing  3  feet. 
Gan  be  made  any  size,  to  order  ;  also  any  grade  requijed. 
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Plate  No.  39. 

SINGLE  GATE. 
Height  3  feet  6  inches. 
Opening  3  feet  10  inches. 
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Plate  No.  43, 
HEAD  PLATE. 

Suitable  for   Gate  3  feet  opening 
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Plate  No,  36. 
VAULT  GATE. 

Made  Cor  Opening  5  feet  10  i  inclies  s  3  feet  9  inches, 
t'lin  be  made  to  lit  larger  Opeuiugs  to  oi'ditr  ;  also,  to  open  inside  or  outside  of  Vault. 
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Plate  No.   38. 

LONG    BARS    i  INCH   ROUND.      SHORT    BARS    i   INCH 

ROUND. 

Height  6  feet  (j  iuclies. 

Opening  3  feet  6  inches. 

Can  be  made  to  fit  any  openinjj  to  order. 
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Plate  No.  35. 
1,    11    AND    lA    INCH    PIPE    GATES. 

Suitably  for  One  Bar  Fence. 
Height  to  centre  of  Pipe  10  inclies.     Total  height  1  foot  8  inches. 
Opening  3    feet.     Can  be  made  to  fie  any  opening  to  order. 
Please  notice  tliat  the  diameter  of  Pipe  given  is  the  inside  diameter 
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Plate  No.  22. 
U  AND    li  INCH    PIPE    GATES. 

Height  2  feet  5  inches. 

Opening  3  feet. 

Can  be  made  anj  size  to  order  ;  also  any  grade  required, 
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Plate  No.  21. 
1,   li  AND-  U  INCH  PIPE  GATES. 

Height  2  feet  8  inclies. 

Opening  3  feet. 

Can  be  made  unj  sixe  to  order  ;  also  any  grade  required, 
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Plate  No.  20, 
1,   ii  AND   U  INCH   PIPE  GATES. 

Ilciglit   1  font  y  inches. 

Opening-  3  feet. 

Cau  bo  made  any  size  to  order  ;   also  any  grade  required. 
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Plate  No.  32. 


1,   li  AND    li    INCH    PIPE  GATES. 

Heiglit  from  centre  to  centre  of  Pipe  1  foot  4  inches.      Total  height  2  feet  7i  inches. 

Opening-  3  feet. 

Can  be  made  to  fit  any  opening  to  order. 
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Plate  No.  31. 
1,   li  AND   n  INCH   PIPE   GATES. 

Height  from  centre  to  centre  of  Pipe  1  foot  4  inclres.     Total  height  1  foot  7  inches, 
Opening  3  feet. 
Can  be  made  to  fit  any  opeaing  to  order. 
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Plate    No.    34, 
1,    li  AND    lA    INCH    PIPE    GATES. 

Heiglit  from  ceutie  to  centre  of  l^ipe  1  foot  4   inclies.     Total  height  2  feet  74  inches. 

0|}eiiing  3  feet. 

,Cau  he  niade  to  fit  any  opening  to  order. 
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Plate    No.    33. 
1,   li  AND    li   INCH    PIPE   GATES. 

Height  from  centre  to  centre  of  Pipe  1  foot  4  inches.     Total  height  1  foot  7  lnche.s. 

Opening  3  feet. 

Can  be  made  to  fit  any  opening  to  order. 
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Plate  No.  30. 
1,   H^ND    ii   INCH    PIPE  GATES. 

Heiglit  from  centre  to  centre  of  Pipe  1  foot  4  inclies.     Total  height  3  feet  6  inches. 
Opening  3  feet. 
Can  be  made  to  fit  any  opening  to  order. 
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Plate  No.   29. 
1,   U  AND    U  INCH    PIPE   GATES. 

Height  from  cenfe  to  ceutre  of  Pipe  1  foot  4  i„che.s.     Total  height  1  fo,.t  7 
Opening  3  feet. 
Can  he  made  to  fit  any  opening  t,.  or.lrr 
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Plate  No.  28. 
li  AND    li    INCH    PIPE   GATES. 

Heiglit  from  centre  to  centre  of  Pipe  1  foot  4  inches.     Total  height  2  feet  7  inches. 

Opening  3  feet. 

Can  be  made  to  fit  any  opening  to  order. 
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Plate  No.  25. 
ONE   INCH    PIPE   GATE. 

Height  from  centre  to  center  of  Pipe  1  foot  3i  indies.     Total  height  1  foot  6  inches. 
Opening  3  feet. 
Can  be  made  to  fit  any  opening  to  order, 
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Plate   No.  5. 
li  AND    U    INCH    PIPE   GATES. 

Height  3  feet  8  inclies. 

Opening  3  feet. 

Cau  be  made  anj-  size  to  order  ;  also  any  grade  required. 


The  North  American   Iron  Works,   Brooklyn,   N.  Y.  47 


Plate  No,    1  3. 
1-1  AND    U  INCH   PIPE   GATES. 

Height  1  foot  8  Inches. 
Opening  3  feet. 
Ciui  be  made  any  size  to  order  ;  also  any  grade  required. 
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Plate  No.  27. 
ONE    INCH    PIPE    GATE. 

Height  from  centre  to  center  of  Pipe  1  foot  3A  inches.     Total  height  3  feet  6  inclies. 

Opening  3  feet. 

Cun  be  made  to  fit  luiy  opening'  tu  ordor. 
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Plate    No.   26. 
li  AND   li  INCH    PIPE   GATES. 

Heiglit  Iroin  centre  to  centre  of  Pipe  1  foot  4  inches.     Total  height  1  foot  7  inches. 

Opening  3  feet. 

Can  be  made  to  fit  any  opening  to  order, 
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,  Plate  No.  4. 
ONE    INCH    PIPE    GATE. 

Heiglit  2  feet  8  inches. 
Opening  3  feet. 
Can  be  made  any  size  to  order  ;  also  any  grade  required. 
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Plate  No.    1  2. 
ONE    INCH    PIPE  GATE. 

Heiglit  1  foot  8  inches. 

Opening  3  feet. 

Can  be  made  any  aizu  to  order  ;  also  any  grade  required. 
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Plate  No.  24. 
1,    IJAND    li   INCH    PIPE   GATES. 

Height  3  feet  3  inches. 

Opening  2  feet  9  inches. 

Can  be  made  any  size  to  order ;   also  any  grade  required. 

WKOUGHT  IRON  GATES  ANY  SIZE,  MADE  TO  ORDER. 
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Plate  No.  23. 
1,    li  AND   11  INCH   PIPE  GATES. 

rieiglit  2  feet  4  inches. 

Opening  2  feet  9  inclies. 

Can  be  made  any  size  to  order  ;    also  any  grade  required. 
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CENTRE   AND    END   ORNAMENTS. 
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FDR  PIPE,  BARS  AND  TWIST  CHAIN,  SEE  PRICE  LIST. 
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CENTRE    AND     END    ORNAMENTS. 
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FUK   PIPE,   BAHS  AND  TWIST  n]A[N,   SEE  PRICE  LIST. 
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Plate   No.   5. 
ROUND  WASHER 

For  li  iiicli  Pijip. 


Plate  No.  6. 
ROUND  WASHER. 


Plate    No.    4. 
CRUCIFIX. 

Height  3  feet  4  inclies. 
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Plate  No.   1  1. 
BRASS   WASHER. 

2,  3i  and  2i  inches. 


Plate  No.  8. 
ROUND  WASHER. 

For  1  and  1}  intdi  Pipe. 


Plate  No.  7. 

ROUND    ^A/^ASHER. 

Fori,  1,  li,  U,  2    and  ?i  incli  Pipe, 
and  li,  If  and  2  inch  Round  Bai's. 


Plate  No,   10. 
SQUARE  WASHER. 

From  1  to  14  inclies. 


Plate  No.  9. 
SQUARE  Vv'ASHER. 

From  f  to  li  inclies. 
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Plate   No.  28. 
GOTHIC    SETTEE. 

Tliree  and  Four  Seats. 


Plate  No.  27. 
HALL   CHAIR. 


Plate  No.  29. 

MOTT'S  REVOLVING 
GARDEN  CHAIR. 
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Plate  No.  25. 
GRAPE    SETTEE. 

'I'wo,  Three  aiii  Four  Seuts. 


Plate  No.  26. 
MEDALLION    CHAIR. 


Plate  No.  24. 
RUSTIC    CHAIR. 
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Plate   No.;^21. 
RUSTIC   SETTEE. 

Olio  and  Three  Seals. 


Plate   No.    22. 
MORNING  GLORY   CHAIR. 


Plate    No.  23. 
GRAPE  CHAIR. 
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Plate  No.   IS. 
LILY    OF    THE    VALLEY    CHAIR. 

With  Wood  or  Iron  Bottom. 
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Plate  Mo.    14. 
FERN    CHAIR. 

Willi  WoDfl   or   Iron  Bottom. 
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No.  1, 
2, 
l8, 
4, 


•S^^  ^ 


Height  of  Vase. 

1  ft.  9    in. 

2  "  2i  " 
2  "  7  " 
2  ••  101  " 


Plate   No    1  — VASE    "LOTUS." 

Heiglit  including  Base.  Diam.  of  Vase.  Depth  of  Vase  inside. 

2  ft.  3  in.  1  ft.  4    in.  lOi  in. 

2  '■  9    "  1    "  7+    '■  11     " 

3  "  3    "  2    "  1  ft.    U  " 

4  •'  2    "  6     "  1  "     3     " 


Base. 
1  ft.       Square. 
1    "  4|iu.   " 
1    "  7i  "     ■' 
1    "  9i  "     " 
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Plate    No.   2. 


VINE    LEAF  AND    FLOWER   VASE, 
On  Column  Pedestal. 

Heislit  3  feet  3  inches.     Diameter  of  Vase  2  feet  4  inches. 
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Plate  No.  S. 
MORNING    GLORY  VASE,    ON    RUSTIC   PEDESTAL. 

Height  including  Pedestal  3  feet  4  inches. 
Diameter  of  Vase  1  foot  10  inches. 
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Plate   No.   4. 


JARDINIERE    VASE. 

Height  3  feet  10  inches.     Diameter  1  foot  10  iuclies. 


Plate  NolS. 
VASE    "VICTORIA,"    V/ITH    HANDLES,    ON     BASE. 

No.  1. — Height  ofVase  to  top  of  Handles  l[^foot  11' inches.  Height  including  Base  2  feet  5  inclies.  Diame- 
ter of  Vase  including  Handles  2  feet  5  inches.  Diameter  less  Handles  1  foi  t  6  irches.  Depth 
inside  8  inches.     Bate  lOi  inches  square. 

No.  2. — Height  of  Vase  to  top  of  Handles  2  feet  4  inches.  Height  including  Base  2  feet  1 1  inches.  Diame- 
ter of  Vase  including  Handles  2  feet  11  inches.  Diameter  less  Handhs  1  foot  11  inches.  Depth 
inside  10  inches.     Base  1  foot  4-J  inches  square. 

No.  3.— Height  of  Vase  to  top  of  Handles  3  feet  9  inches.     Height  including  Base  3  feet  .t  inches.  Diame- 


inch. 


Depth  in- 


sr  of  Vase  including  Handles  3  feet  4  inches.  Diameter  less  Handles  2  feet  4 
siile  1  foot  1  inch.  Base  1  foot  7+  inches  square. 
4.— Height  of  Vase  to  top  of  Handles'S  feet  3  inches.  Height  including  Base  3  feet  11  inches.  Diame- 
ter of  Vase  including  Handles  3  feet  6  jiuches.  Diameter  less  Handles  2  feet  5  inches.  Depth  in- 
side l^foot  7|  inches.     Base  1  foot  7A_iuchea  square. 
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Plate   No.   6. 

VINE  LEAF  AND  FEOAVER  VASE, 

On  Slab  Pedestal. 

No.   I.— Height  of  Vase  t  foot  6  inches.     Diameter  of  Vase  1  foot  10  inches. 

Height  including  No.  3  Slalj  Pedestal  3  feet. 
No.  2. — Height  of  Vase  1  foot  9  inches.     Diameter  of  Vase  3  feet  4  inches. 

Height  includius  No.  4  Slab  Pedestal  3  feet  8  inches. 
No.  3.— Height  of  Vasel  foot  U  inches.     Diameter  of  Vtise  3  feet  8  inches. 

Height  including  No.  ij  Slab  Pedestal  4  feet  3  inches. 
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Plate  No.  7. 

LEAF,    SHELL    AND    GRAPE    VASE, 

On  No.  3  Slab  Pedestal. 

Height  of  Vase  1  foot  o  inches.     Diameter  of  Vase  a  feet  3  inches. 
Height,  including  No.  3  Slab  Pedestal,  3  feet. 
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Plate  No.  8. 
IVY    LEAF   AND    GRAPE    VASE, 
On  No.  2  Ornamental  Slab  Pedestal. 

Height  of  Vase  1  foot  1  inch.     Diameter  of  Vase  1  foot  9  inches. 
Height,  including  No.  2  Ornamental  Slab  Pedestal,  3  feet  6  inches 
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Plate  No,  9. 
PALO    ALTO   VASE,  WITH    BASE. 

No.   B. — Heiglit  of  Vase  13  inches.     Diameter  10  inches. 
'No.  C. — Height  of  Vase  16  inches.     Diameter  13  inches. 

Height  including  Base  24  inclies. 
No.   I.  — Height  of  Va.se  30  inches.     Diameter  16  inches. 

Height  including  Base  26  inches. 
No.  2.  — Height  of  Vase  24  inches.     Diameter  30  inches. 

Height  including  Base  31  inches. 
No.  3.  — Height  of  Vase  30  inches.     Diameter  35  inches. 

Height  including  Base  40  inches. 
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Plate  No.    10. 
FLUTED    VASE. 

No.   I. — Height  of  Vase  1  foot  4  in.olies.     Diameter  1  foot  1  inch. 
No,  2. — Height  of  Vase  1  foot  8  inches.     Diameter  1  foot  3  inches. 
No.  3. — Height  of  Vase  3  feet.     Diameter  1  foot  6  inches. 
No.  4. — Height  of  Vase  2  feet  6  inches.     Diameter  3  feet. 
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Plate  No.   1  1. 
EGYPTIAN  VASE. 

Height  of  Vase  2  feet  104-  luclies.     Height  to  top  of  Handles  3  feet  SJ  inches. 

Height  to  top  of  Handles,  including  Ba=e,  4  feet  4^  inches. 
Diameter  of  Vase  I  foot  4  inclies.     Diameter  of  Vase,  inclnding  Handles,  3  feet. 
Base  1  foot  7^  inches  square. 
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Plate  No.   12. 

MORNING   GLORY   VASE, 

On    No.    3    Ornamental  Slab    Pedestal. 

Heiglit  of  Vase  1  foot  5  inches.     Diameter  of  Vase  1  foot  10  inches. 
Hei<^ht,  incUidiug  No.  3  Ornamental  Slab  Pedestal,  3  feet  11  inches. 
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